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15 August 1959 


F. A-CCK 1) HOI .DINGS IN 1'Hi DDP AH HA 
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The currant Grand Total figures go not Include the SdA/DDS nor the 
Commercial Division: 130. 50 and li/aToo in 1958, respectively. 
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KD-59/198 
10 Aagymt 1953 


M8MQ8A8DIM FOR: BDP Records Msaagsisejnt Officer 


SIBJECT: 

j 

Annual Records Bolding Survey 


| REFERENCE: 

1 

Memorandum for Chiefs of CIS Staffs and Area Divisions, 
From DDP/^110, dated 27 July 1959, Subject: Annual 
Records Holdings Survey 

1. As requested in your aeaorandxia of 27 July 1959 there follows a 
list of the records holdings (in cubic feet) of the major components of 
| RID: 

i 

Office of the Chief 

23.O 

j b. 

Administrative Staff 

24.0 

c. 

Plana and Procedures Staff 

13.0 

4. 

Processing Branch 

1,048.9 

e. 

Maintenance Branch 

20,036.3 

f. 

Services Branch 

669.2 

1 

1 g* 

CZ Branch 

23*9 


mauv 

TUTnJU 

21 , 338.3 

2. Records In RID's custody held for the entire DDP and those record! 
held to administer RID, are as follows: (See Tab 1 for a detailed breakdo 

a. 

BOP Records 



(l) Active CS Piles 

5,075.6 


(2) Indexes 

976.9 


(3) Control Records 

809.4 


(4) Inactive Records 

14,101.2 


(5) Records Management Files 
thru 1958) 

6.0 
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(6) Son -Be cord Material 5&5.0 

TOTAL 21,615-1 

b. RID File* 

Policy, procedures, reports, etc. 223.2 

TOTAL 223.2 

TOfAL a. It b. 21,838.3 v 

3. Records retired to HID and the voluras of records destroyed as 
reported to or accanplished by RID during Fiscal Tear 1959 are as follows: 

a. Project and Agent Files Retired to 359*3 

RID 

b. Other Records retired to RID/A rchives 799-1 

c. Destroyed 1*735*0 

4 , If there are any (jusstion^egardin^hese various quantities of 
records, please contact the 


1 Attachment: 

Detailed Breakdown of Records 



Chief, RE) 


— 2 — 


25X1 A: 

25X1 A 
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.L)r r-'les 1* KIT. ~>ibX 


v *. ) Active CS Files 
Country Flies 
Personality ^201 ) Flirt 
TS Files 
Microfilm Files 


2 , 263.1 

206.5 

69.9 


TWAL 


5,075*6 


(2) Indexes 

Main Index 
Archives Index 


TOTAL 


875.0 

101.9 


976.9 


( 3 } Control Records 


Pouch Manifests (in aid Out) and 92.0 

related receipts 

Docment Reference (Document & 411.5 

File Locator’s) 

Case file Books,, Lists, etc. 68,0 

» 

IBM cards on 201 Files, Country Files, 175.0 
etc. 

201 Cards (manual) . 37*5 

TS Control File 101.0 

Cryptic Reference File & Sensitive' 15.4 

Document Logs ’ _______ 


890»4 


(4) Inactive Records- 


RiS Building 


5,240.2 


GRET. 
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^ ' <3 ~ |' 


TOTAL 


282.0 


(5) DD/p Record? V vstr.*geaent Files 

(thru 1258) TOTAL 

(6) Non -Record Material 


8.0 


Prenumbered Dispatch Coversheete 
Issuances 


TOTAL 


h - RID File* 


153.0 

412.0 


Policy, Procedures. Reports etc- 


TOTAL 

GRAND TOTAL 


218.2 


- 2 - 
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14,101 .,2 

8-0 


^.O 


21.838.5 



